MARY JANE 


"A" LETTER 4/24/92 

DR. SIKHA RAUTH 
SPECIALIZED CANCER CENTER 
UNIVERSITY OF ILLINOIS 
840 SOUTH WOOT STREET 
[M-C 820] 

CHICAGO, ILLINOIS 60612 


TEL# 312 996 0093 


(DON'T HAVE TO CALL) 


ELSIE 



Source: https://www.industrydocuments.ucsf.edu/clocs/ztjcOOOO 





